AMENDMENT NO. 1 MARCH 2021 
TO 


IS 4000 : 1992 HIGH STRENGTH BOLTS IN STEEL 
STRUCTURES — CODE OF PRACTICE 


( First Revision ) 


(Page 1, clause 1.3, line 2 and 5) — Substitute ‘IS 800’ for ‘IS 800 : 1984’. 


(Page 1, clause 2) — Substitute the following for the existing clause: 


‘The Indian standards listed in Annex A contain provisions, which through 
references in this text, constitute provisions of this standard. All standards 
are subjected to revision, and parties to agreement based on this standard are 
encouraged to apply the most recent edition of the standard indicated.’ 


(Page 3, clause 5.4.2, para 2, line 3 and 13) — Substitute ‘IS 800’ for 
‘IS 800 : 1984’ 


(Page 4, clause 6.2, line 3) — Substitute ‘IS 800’ for ‘IS 800 : 1984’ 


(Page 7, Annex A) — Insert the following new entry: 


‘IS No. Title 


800 : 2007 General construction in steel — Code of practice (third revision)’ 


(CED 07) 
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